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Production List Mr. 59-29 to Contract Nr. 692 
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tr. Nowenclature..... Uait Pack Qty Est. Cost Remarks = 

= ae Sr teat 
2 PQ0L5=3 Oxygen Flow Tester Ba 5 as scon as possible. \ 
3. F2578-5 Valve, Check Ea y] 

h, F4GLO0-13 Valve, Relief’ Ea 5 

5. ¥1263-1 Fitting me 5 

6. “F2050-1, Reducer ka 3 

7- F2400-6 Regulator Ea 5 


PRESERVATION, PACKING, PACKAGING AM) PRESERVATION: 
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